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TELEFAX AND CONFIRMATION BY MAIL 
John Bass, B. Sc. 

Reddie & Grose 
16 Theobalds Road 
London WCIX 8PL England 

Re: Japanese Patent Application No. 70062/81 

Reddie & Grose: 23844 
PM 1088/89 

Dear John: 

Jeff Ingerman has indicated that he has nothing further to add to his letter of September 20th. 

One of the newer references, JP 26880/71, appears to be equivalent to U.S. 3,349,776 (Bell et al) 
which discloses a rod having different cut filler packing densities in the core and outer annular area of 
the rod. The other reference describes only a rudimentary tobacco rod having draft tubes to support 
combustion and no disclosure of either the construction or the intent of the PM 1088/89 invention. 

Sincerely, 



}£o-iaj£+i 
Beverly A/Monroe 


BAM/drs fC 
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P.S. When convenient, please furnish inventor and/or assignee names, plus any available bibliographic data for the two^ 
Japanese references translated: JP 147397/74 and JP 147396/74. We have copies of the translations of the texts but need^j 
those details to enter the references in our database. Thanks. CA 
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Source::https://www.industrydocuments.ucsf.edu/docs/grkj0000 


